*** URGENT *** 

From: Mulderig-, John on. Sun, Sep 10, 1955 7*07 P& 

Subject: Record Hgh.-Calibration Data 
Tor DeB axels l«ben, Kariazu Lynch.* Bill 
File(s) : Calibration memo 

This message was sent using a custom form that: i* not installed an. your 
Server, Sorae information from the original mossago may not be displayed, ^ 

view the complete message, ask your netvork manager to install the Earn on 

yonx server, 

THE MFDEHA3K0N CQMfflJHED IN THIS COMHIINICATION IS HRIVILHSBD AND 
CONFIDENTIAL AND INTENDED ONLY FOR THE USE OF TKfi ABDEESSRB. IF YOU HSCEIVED 
THIS COHMnNICA37IOK IN ERROR, PLEASE NOTIFY US IMMEDIATELY BY TELEPHONE AT 212 
B78 2871. 

Marian and Bill, 

Enclosed is a draft memorandum relating to computer generated calibration • 
data relating to 1335 product -recall testing and disposal suspension. I 
think we should distribute the memo as soon as possible. Fleasa let me have 
your cooments. 

I am specifically interested in hearing your thoughts on 1) primary 
distribution of the memo and whether it should be distributed to all K&E 
employees or just those possibly having data, and 2} copy distribution. I 
would be in favor of distributing the memo to at least those employees who 
may possibly have calibration data and providing copies to Ken Houghton, 
Denise Keane, Bill Lynch and Joint Task Force members. You nay think of 
others. 

I look forward to hearing from you. I,may be difficult ho reach today so feel 
free to send your comments by electronic mail. 

Thanks. John 

— and Included Message —- 


Source: https://www.industrydocuments.ucsf.edu/docs/jhjh0005 
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